Aircraft OEM: Bell 


Aero Design Ltd. 


Work Order Control Sheet 
Work Order#: 2016-87 Date Opened: 20-June-16 
TItle: Fabrication 


Aircraft Model: 212 
Product Type: Rappel Bar Product Model: Lock Ring 
Quantitv: 6 
sets 


Work Order Contents 


Bulld Sheet Contents 


Drawing List 


initiai or N/A 
Component Completlon 
As instructed 


Work Order/Build Sheets (Procédures Provided) 
N/A 
Quantity Compiete on This Work Order 
2 sets 


Additional Work Sheets (Standard Practice) 
N/A 
Quantity Incomplète on This Work Order 
N/A 


Drawings (See List Below) 
JC 
Further Processing Required Before Release 
N/A 


Parts Distribution Sheet 
JC 
Release to Stock as Components 
4 
sets* 


Sub Component Tags 
N/A 


Completed Certification (Originai) 
JC 
Certification 
initiai or N/A 


Time Sheet (R&D) 
N/A 
Form One Completed 
JC 


Notes 
N/A 
Serviceable (Green) Tag Completed 
JC 


In Process (Yellow) Tag Completed 
JC 


initiai or N/A 
Unserviceable (Red) Tag Completed 
N/A 


Tasks Initiailed 
N/A 
Parts Placed in Stores for Distribution 
N/A 


Dual Inspections Initiailed 
N/A 


Additional Documentation 
initiai or N/A 


Drawing # 
Rev# 
Description 
initiai or N/A 
Documentation of a minor change 
N/A 


75821 
1 
Guard Ring 
JC 
Non-Conformance Report Required 
N/A 


Service Difficulty Report Required 
N/A 


Bllling 
initiai or N/A 


Local (Aero Design) 
JC 


Research and Development 
N/A 


Third Party 
N/A 


Traveller 


Print: J. Clarke 


Print: J. Rekve 
Work performed by: 
ICC/Dual inspection preformed by: 
Work Order closed by: 
Print: J. Clarke 
Approved Manufacturing Facllity 73-04 


Initial or N/A 
Note 
*4 sets released to stock require installation of helicoils to 


compiete the assembly 
UuX 
9^ ' 
CilvT 


Form 20.D. 


SCA: AD02 


SCA: ADOl 


SCA: AD02 


Date: 24-Jun-16 


Date: 24-Jun-16 


Date: 24-Jun-16 
Rev. Originai 23 Sep 2014 


Aero Design Ltd. 


9888 A Malaspina Rd. Powell River, BC, V8A 063 
Phone. 604-483-2376 Fax; 604-483-2372 E-maii; lnfo@aerodesign.ca 


AMF 73-04 
Nomenclature: GruAnD 
.TUt^v 
No. of pièces: 
V 
Manufacturer: 
I 


Part No.: 7$-^3/ -<? 


TTSN: 
loiA- 
Work Order No.: 3o ih - 
TSO: 


_Serial No.:_ 
'W 
Rem.: 
*iIa11 


RemalningTasks to be Performed: awvT 


Signature: 


Date: 
'' 
Lie. No. / SCA 
Aù'C^ 


fbrm# 20.E.02 
Rev.l 24April2014 


(U 


u 


0/ 
to 


/\^ 
1 
Aero Design Ltd. 
/" 
9888 A Malaspina Rd. Powell River, BC, V8A 063 
Phone. 604-483-2376 Fax; 604-483-2372 E-mail: info@aerodesign.ca 


AMF 73-04 
Nomenclature: 
A/rJ/C ^ 
No. of pièces: 
Manufacturer: 
2>e<./7,A/ c77) 
Part No.: 7S"^jf-cj 
^Serial/Batch No.: 
a//a 


■ TTSN: 
TSO: 
a//A 
Rei^ 
W/f 
Work Order No.: 
Remaining Tasks to be Performed: JWSttKI' fhfa f.on 


Signature:. 


Date: 
JoA/^r 


Form#20.E.03 
Lie. No. / SCA 


Rev. 1 24 April 2014 
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Aero Design Ltd. 


9888 A Malaspina Rd. Powell River, BC, V8A 0G3 


Phone: 604-483-2376 Fax; 604-483-2372 E-mail; info@>aerQdeslgn.ca 


AMF 73-04 


Remarks 


to 
(/) 
0^ 
u 
O 
a, 
c 


Aero Design Ltd. 


9888 A Malaspina Rd. Powell River, BC, VBA 0G3 


Phone; 604-483-2376 Fax; 604-483-2372 E-mail: info@aerodesign.ca 


AMF 73-04 


Remarks 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.FonnTracking No. 


2016-0090 


4. Organization Name and Address 


Aero Design Ltd. - 
9888A Malaspina Road, Powell River, BC, V8A 0G3 


5. Work Order/Contract/Invoice 
WO 
2016-87 


6. Item 


1. 
2. 


7. Description 
Guard Ring (through, half) 
Guard Ring (threaded, half) 


8. Part Number 
75821-01 
75821-03 


9. Qty. 
2 
2 


10. Serial/Batch No. 


N/A 


11. StatusA/Vork 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
confomnity to: 
^ 
Approved design data and are in condition for safe opération. 


G 
Non approved design data specified in block 12. 


fc.n 


"~T4a^~Q__CAR 571.10 Maintenance Release 
^ 


□ Other regùii!î^Jr^speQfied in blockJ2^^'''''^ 


Certifies that unless^ttierwise's^ified in biocin^r-thewrk identified in 
block 11jQtLdesCfiBéd in block 12, bas been performedTîTcornplianœ with 
JbB-eanadian Aviation Régulations. 
^ 


13c. Approved Organization Number 


AMF 73-04 


~T4tr-SigriatiKe 
^ 
^ "T4rr-Apptgyed Organizatiori.NwrrtJSr' 


ISç/w/me 
Jeff Clarke - AD02 


13e. Date (dd/mmm/yyyy) 
24 June 2016 


~~T4dr-Nan3e 
~T4Br-DatgWd/mmm/yyyy) „,— 


Installer Responslbllities 
This certificate does not constitute authority to install. 


Installers working in accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 


Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


Aero Design 


Parts Distribution Sheet 


Description: 
WO# 


From PO or WO # 
Quantity 
Description 
Part Number 
For WO # 
^(9 
éOl^l 


Approved Manufacturing Facility 73-04 
Form 20.F.06 
Rev. Original 27 May 2013 


r 
0.438 


R0,531 


R0.B13 


R0.125 


0.188 TYP 


(0.625) 


0.438 
DRILL #18 0.1695 THRU 
B 
-m 


00.313 TYP 
n 


-1.344 


'^758\ 
21 ) 
GUARO RING. THROUGH 
<rOiy 


R0.531 
0.188 TYP 


0.565 
(0.625) 


R0.813 
R0.125 


lo 


•s^O.313 TYP 


1.344 


DRILL #17 (.1730) THRU. TAP - HELICOIL TOOL 2FPB. 
INSERT HELICOIL PER HELICOIL INSTALLATION INSTRUCTIONS. 
INSTALL HELICOIL WITH LOCTITE2440 


a 


21 
ASSEMBLY, GUARD RING, THREAOED 
<-03/ 


REV. 
DESCRIPTION OF CHANGE 
INITIALS 
DATE 
0 
INITIAL ISSUE 


1 
AOOED -2 ASSEMBLY 
RR 
04/14/09 


oo"'' 


NOTES 


1. REMOVE AU. 8URRS ANO 8REAK SHARP EDCES. 


2. AU ALUMtNUM PARTS TO 8E CLEANED ANO ALOOiNEO PER S3001 


PRIOR TO ASSEMBIY. 


1 


S 


3S91-2CN246 HEUCOIL NO. 8-36 LOCKINO 
GUARD RING. THreADED 
ASSEMBLY. GAURD RING. THREAOED 


GAURD RING. THROUGH 


DESCRJP-nON 


6061-T6 ALUM BAR 


6061-T6 ALUM BAR 


ASM-OQ-A»200/8 


ASM-QQ-A-200/8 


MATERIAL SPEC 


UST OF MATERIALS 


Nil 
Ml 
l'Si 


liipr 


§«iii595§ii 


APPROVALS 


E. eURGOIN 


DATE 


JO/12/08 


UNLESS OTHERWSE SPEGRED 
DIMEN9ÛNS ARE IN INCHES. 
TOLERANCES ON: 
DEQMALS 
ANGLES 
X.XXX ±0.010 
±1/2* 
x.xx 
±0.03 
X.X 
±0.1 


AERO DESIGN LTD. 
CONSULnNG ENGINEERS. TRANSPORT CANADA APPROVALS. CAR S90M 
8013 - 39TH AVENUE N.E.. CALGARY. AISERTA. CANADA. T8E 6R7 
Uk (408) 800-0027 
taz: (400) 


BELL 212, 412, 205A-1, 205B 
RAPPEL MOUNT PROVISION 
ASSEMBLY, GAURD RING 


SHEET 1 OF 1 
A2 
75821 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


2017-0131 


4. Organization Name and Address 


Aero Design Ltd. - 
9888A Malaspina Road, Powell River, BC, V8A 0G3 


5. Work Order/Contract/Invoice 
WO 
2016-87 


6. Item 


1. 
2. 


7. Description 
Guard Ring (through, half) 
Guard Ring (threaded, half) 


8. Part Number 
75821-01 
75821-03 


9. Qty. 
4 
4 


10. Serial/Batch No. 


N/A 


11. StatusAAfork 


New 


12. Remarks 


13a. Certifies ttiat ttie items identified above were manufactured in 
conformity to: 
^ 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


~~T4a^~0 ^CAR 571.10 Maintenance Release 
^—— 
□ Other reguiiïibrt-specifi^ in blod<JZ— 


Certifies that unless^tberwisS'specified in biocR-13T-ttiework identified in 
block 1 land-desCfiËed in block 12, has been performedTrTcorBplianoe with 
Jbe-eaf7ad/an Aviation Régulations. 
13^ ^gnature 
_ 
13c. Approved Organization Number 


AMF 73-04 


~T4tjr-S4goa^e 
^ 
"T'^cr-Apptoyed Organizatioo3lwnt56f^ 


YM Name 
ileff Clarke - AD02 


13e. Date (dd/mmm/yyyy) 
30 Mar2017 
~T4dT-Nai3Te 
^ 
' ^T4Br-DateJdd/mmnVyyyy) ___.----'''^ 


installer Responslbilities 


This certificate does not constitute authority to install. 


Installers working in accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 


Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


UeC-,(^7)Cc, 


